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SUBJECT: REPORTS OF MARUYAMA CANCER VACCINE 

OES/SCI/BMP FOR DR. M.S. BEAUBIEN 

DEPT PASS TO PERSONNEL FOR FRED DEMARZO (NOW IN TRAINING) 

DEPT PASS TO NATIONAL CANCER INSTITUTE FOR DR. RAUSCHER 

SUMMARY: SO-CALLED MARUYAMA VACCINE IS STILL EXPERIMENTAL AND 
OF QUESTIONABLE EFFICACY AGAINST CANCER. END SUMMARY. 

1. EMBASSY HAS RECEIVED TWO PRIVATE REQUESTS FOR FURTHER 
INFORMATION ON SO-CALLED MARUYAMA VACCINE. REPORTED IN SOME US 
NEWSPAPERS RECENTLY TO BE CURE FOR CANCER. EMBOFF INQUIRY OF 
DR. HARUO SUGANO, DIRECTOR, CANCER RESEARCH INSTITUTE, HAS 
REVEALED THAT VACCINE IS STILL EXPERIMENTAL AND OF 
QUESTIONABLE EFFICACY AGAINST CANCER. 

2. VACCINE IS A DERIVITIVE OF A TUBERCLE BACILLUS DEVELOPED BY 

DR. CHISATO MARUYAMA OF NIPPON MEDICAL SCHOOL AND WAS ORIGINALLY 
USED FOR TB AND LEPROSY PATIENTS. DR. MARUYAMA RECENTLY 
ANNOUNCED THAT VACCINE IS ALSO EFFICACIOUS AGAINST CERTAIN FORMS 
OF CANCER WHEN INJECTED HYPODERMICALLY. HE IS READY 
TO PROVIDE MEDICAL DOCTORS AND SCIENTISTS WITH THE VACCINE 
FREE IN EXCHANGE FOR REPORTS ON RESULTS OF ANY TESTS CONDUCTED. 
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3. DESPITE DR. MARUYAMA'S CLAIM, ANIMAL TESTS OF THE VACCINE 
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CONDUCTED BY OTHER SCIENTISTS IN JAPAN (DR. MIZUNO OF TOKYO 
UNIVERSITY, DR. FURUE OF CANCER RESEARCH INSTITUTE, AND OTHERS) 
HAVE INDICATED THAT THE VACCINE IS NOT REPEAT NOT EFFECTIVE 
AGAINST CANCER. ACCORDING TO DR. SUGANO, THE VACCINE HAS 

NOT BEEN SCIENTIFICALLY ACCEPTED IN JAPAN; IT IS BEING USED 
AS A QUOTE PRIVATE DRUG UNQUOTE BY DR. MARUYAMA FOR 
CLINICAL TESTS. WHILE DR. MARUYAMA HIMSELF IS A RESPECTABLE 
SCIENTIST, AS INDICATED BY FACT THAT HE WAS RECENTLY 
RECOMMENDED AS PRESIDENT OF NIPPON MEDICAL SCHOOL, HIS VACCINE 
HAS NOT BEEN ACCEPTED BY OTHER SCIENTISTS. 

4. AS FOR AVAILABILITY OF THE VACCINE TO FOREIGN SCIENTISTS, 

DR SUGANO SAID THERE SHOULD BE NO PROBLEM, BECAUSE IT IS 
BEING SHIPPED AS SCIENTIFIC MATERIAL. 

HODGSON 
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